at  Table  11  one  find*  that  RQl(d)  waa  better  than  there  ia  nothing  to  be  gained  in  looking  further  at  RQ3(a)  . Therefore, 


1 


25  And  26  the  two  estimator*  are  compared  for  the  Looking  only  at  the  other  two  estimator*,  one  aeci  that  both 


not  be  considered  further. 


Finally,  the  function  Y * 1 - X with  a random  error  ia  die- 


TABLE  la  TABLE  2 


Bcnedetti'*  Beat 


Bcnedetti1*  Beit 


TABLE  3» 


MISE* 


TABLE  Sa  y = 3 + 2x 


MISE* 


TABLE  20 


FITTED.  OBSERVED  VS  J/N 


FITTED,  OBSERVED  VS  J/N 


N(0. 1) 
N(0, . 3) 


Since  the  * '•  are  uncorrelated 


rQ(u) 


